FREDERICK, MARYLAND 21701 
November 19, 1968 


Postal Inspector 
John B. Stuart III 
P. 0. Box 1856 
Baltimore, Maryland 21203 

Dear Mr. Stuart: 


Mr. Harold Weisburg, R.F.D. 8 , Frederick, Maryland 21701, has 
advised me to file a complaint with you concerning a certified par- 
cel mailed by him. The information Is furnished below. 

Certified parcel no. 39552 

Contents: Valuable roll of film 

Mailed on November 13, 1968 

At: Mid City Station, Hew Orleans, La. 

Addressed to: Mr. Gary Schoener 

Box 392 
Mayo Hospital 
University of Minnesota 
Minneapolis, Minn. 55^55 

As of 1:30 A.M. this morning, Mr. Schoener has not received the 
certified parcel. 

This information is sent to you at Mr. Weisburg ! s request. 


Very truly yours. 
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